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Dear Chair Olson: 


HEALTH FACILITIES & 
SERVICES REVIEW BOARD 



EDWARD M. BURKE 

Alderman, 14th Ward 

2650 West 5 l st Street 
Chicago, IL 60632 
Telephone: (773) 471-1414 


October 7, 2016 


CITY COUNCIL 

CITY OF CHICAGO 


COUNCIL CHAMBER 

ROOM 302. CITY HALL 
TELEPHONE: (312) 744-3380 


RECEIVED 

OCT 1 3 2016 


Please accept this letter in support of the application of DaVita, Inc. to establish Brighton Park Dialysis, a 16 
station dialysis facility located at the southeast quadrant of 47* Street and South California Avenue in Chicago. 
This new facility will allow residents of my ward access to necessary and critical medical services. We welcome 
DaVita's significant investment into the community and look forward to its positive impact in our neighborhood 


Should you have any questions, please feel free to contact me to discuss further. 



M. BURKE 


I derm an, 14 th Ward 


UIBKF fc 


Cc: Brent Habitz, Davita 
Matt Lieberman, DaVita 
Andy Stein, Clark Street Real Estate 











